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informed by the English Admiralty at once of this exten-
sion of the Armistice owing to my isolation from home ;
that I had no idea of this extension, otherwise the sinking
would not have taken place. Due to the fact that the
English Admiralty had concealed the extension of the
Armistice from me the whole situation was now altered
in our favour. The English Admiral, through the inter-
preter, then caused more information to be sought, which
I got together to that end, as follows: that following the
rejection of the German counter-proposals to the Peace
Conditions I had to assume that the state of war would
be resumed ; the Armistice, I assumed, would cease auto-
matically without previous warning. As I had had no
notice of the prolonging of the Armistice period it was
my bounden duty, and that too without requiring to ask
the English Admiral for information, to deal with the
matter on my own and sink the Fleet. News, in so far
as I had received any at all, I had gathered from the
English Press supplied me, and there it was shown as
4 official*
It was now dark. After a game of picquet we, my Flag-
Lieutenant and I, went oS to bed. I confess, it was a
long time since I spent such a restful night as this. The
familiar and what in former days was the friendly noise
of the anchor being weighed woke us up. The English
Squadron of battleships weighed and proceeded from
Scapa Flow. When we again came to an anchor it was
midday and we were in Cromarty Firth. The English
ships, I presume to celebrate the sinking of the German
Fket* had dressed ship. A signal from the incoming
Admiral informed them that this finery was to be hauled
down again. At noon the German naval officers were
called on to the quarter-deck of Revenge. A detachment
of sea-soldiers with fixed bayonets were fallen in there in